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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 108374 
ORIGIN SY-05 

INFO OCT-01 ISO-OO EUR-12 FBOE-OO A-01 /019 R 

DRAFTED BY A/SY/OPS/T:L JACKSON:JW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
SY/OPS/FO 

081335 280535Z/11 

R 272349Z APR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BELGRADE 
AMCONSUL ZAGREB 
AMCONSUL FRANKFURT 
INFO AMEMBASSY ATHENS 

CONFIDENTIAL STATE 108374 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR - AIR CONDITIONER - ZAGREB 

FRANKFURT FOR OIC/RTC, RSS; BELGRADE FOR RSO; ZAGREB FOR 
PSO; ATHENS FOR OIC/TSO; FROM A/SY/OPS/T 

REF: (A) FRANKFURT 03316 (NOTAL), (B) BELGRADE 03192 
(NOTAL) 

1 . SY/OPS/T RECOMMENDS THAT REPAIRED AIR CONDITIONING UNIT 
PRESENTLY AT RTC FRANKFURT BE SUBSTITUTED FOR FAILED UNIT 
AT AMCONSUL ZAGREB AS SUGGESTED REFTEL (A), PARA 1. 

2. A COMPLETE FUNCTIONAL A/C UNIT HAS A MUCH BETTER CHANCE 
OF CONTINUED PROPER OPERATION THAN ONE REPAIRED WITHOUT 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 108374 

THE EQUIPMENT AND FACILITIES AVAILABLE AT RTC FRANKFURT. 

3. PLEASE ADVISE SY/OPS/T OF YOUR FINAL DECISION. VANCE 


CONFIDENTIAL 
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Enclosure: n/a 
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Errors: N/A 

Expiration: 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t1978048/aaaaagfx.tel 

Line Count: 58 
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Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
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Subject: ACR - AIR CONDITIONER - ZAGREB FRANKFURT FOR OIC/RTC, RSS; BELGRADE FOR RSO: ZAGREB FOR PSO: ATHENS FOR 
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